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GAS HEATERS 


AND 


CIRCULATORS 


For Use with Natural or Artificial Gas 


CATALOG No. 37-H 


PEERLESS MANUFACTURING 
° CORPORATION 3 


Incorporated 


LOUISVILLE, KENTUCKY 


FOREWORD 


You will find included in this catalog new models of both Radiant Heaters 
and Circulators. All Heaters and Circulators are A. G. A. approved and also 
have the approval of Good Housekeeping Institute. 


Construction 


All materials are of the highest quality, the cast 
iron is produced in our own foundry, and of the 
proper grade for durability at the most reason- 
able cost. 


Tile Support 


Made of cast iron. Supports the radiant and 
backwall. Braces thoroughly the leg base and 
complete main assembly. Maintains the proper 
spacing between radiants and frame so that com- 
bustion is complete and all gas properly burned. 
Also the greatest amount of radiant heat is 
obtained. 


Burner 


One piece; cast iron; center feed; raised_ ports; 
machined smoothly, causing an even flow of gas. 
Ports are non-clogging, being large enough to 
prevent accumulation of lint, dust or other foreign 
matter. The sliding sleeve air mixer is provided. 
Adjustable valve. 


For Natural or Artificial Gas 


Change the spud in the valve, adjust the air 
mixer, each of which.are very simple operations, 
and the heater is changed from 
natural to artificial gas, or vice 
versa. 


Extra Heavy Clay 
Backwalls 


Neat and attractive in design, 
these backwalls are of sufficient 
thickness to insulate and assist 
in radiation in accordance with 
basic practices in A. G. A. re- 
quirements. 


Extra Strength Radiants 


Fragile and lightweight radiants 
are frequently broken and be- 
come a nuisance. We have 
added strength so they will not 
be broken or damaged with 
ordinary care. They have the 
greatest radiant efficiency. The 
nuisance of buying and replac- 
ing broken radiants is averted 
in Peerless Extra Strength 
Double Radiants. 





Circulators — Vented and Unvented 

This catalog shows our new line of vented and 
unvented circulators, which are made in all of the 
popular sizes. Each of these in appearance, work- 
manship, material and efficiency are the best and 
bear our full guarantee. 


Controls — Thermostat 
Furnished on request. 


Utility Type Heaters — 
Radiant Type Semi-Circulators 


U-6H, U-8H,°U-10H, U-12H, U-14H are very pop- 
ular wherever they have been used. They are 
adaptable for use in many places. The larger sizes 
for schools, churches, stores, offices and ware- 
houses. The Utility type is a semi-circulating 
heater, practically indestructible, hard to upset, 
and as a heater it has no equal. Provision is 
made for a vent. 


Peerless Air-Insulated — 
Double Duty Heaters 


A NEW IMPROVED type of construction for 
Radiant Heaters. Peerless Air-Insulated Heaters 
do Double Duty. 


They RADIATE HEAT AS AN 
ORDINARY CIRCULATOR. 


They CIRCULATE heat as an or- 
dinary circulator. 


The radiation is intensified by 
the use of bright durable re- 
flectors. 


Circulating heat ADDS comfort 
to entire room or space. 


The outer jacket is cooled by 
circulating air. 


Circulating Air is regarded by 
engineers as a high type of 


_ INSULATION. 


The improved features are incor- 
porated in the construction of 
Posteri O17 Se" O17 6. AG Leo 6155, 
6187, G-40, G-44, G-47, G-50, 
G-54, G-82, G-84, 7612, 7613, 
7614, 7615. 


We hope to have the pleasure of furnishing you with our heaters. 
and assure you your orders will have our best attention. 





FIREPLACE AND ROOM TYPES 


MODERN DESIGN 


Finished in Velvet Black dnd Silver 
or Velvet Black and Copper 


No. 6365 
5 Double Radiant Capacity 


Width 25 in. Height 173 in. 
Depth 8}/ in. 


For Fireplace Openings 26 to 36 Inches Wide 


No. 6366 
.6 Double Radiant Capacity 


Width 2734 in. Height 173, in. 
Depth 8!/, in. 


For Fireplace Openings 28 to 40 Inches Wide 





No. 6365 


MASSIVE DESIGN 
Finished in Old English Brass 


No. 142H 
6 Double Radiant Capacity 


Width 33!/, in. Height 21}/2 in. 
Depth 10 in. 


For Fireplace Openings 
24 to 48 Inches Wide 
No. 144H 
7 Double Radiant Capacity 


Width 3614 in. Height 21}/2 in. 
Depth 10 in. 


For Fireplace Openings F 
26 to 54 Inches Wide ue No. 144H 


Truly, the most beautiful heater of its kind on the market 
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FIREPLACE AND ROOM TYPES 


GRECIAN DESIGN 


Finished in Satin Brass 


No. 6430 
5 Double Radiant Capacity 


Width 22!/. in. Height 21!/, in. Depth 91/2 in. 


For Fireplace Openings 20 to 30 Inches Wide 


No. 6432 
6 Double Radiant Capacity 


Width 2514 in. Height 211/, in. Depth 9}/, in. 


For Fireplace Openings 22 to 34 Inches ‘Wide 


No. 6434 
7 Double Radiant Capacity 
Width 28 in. Height 21!/, in. Depth 9!/, in. 
For Fireplace Openings 24 to 38 Inches Wide 


No. 6420 
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No. 6430 


CHIPPENDALE DESIGN 
Finished in Old English Brass 


No. 6420 
5 Double Radiant Capacity 
Width 2114 in. Height 21/2 in. Depth 12 in. 
For Fireplace Openings 20 to 30 Inches Wide 


No. 6422 
6 Double Radiant Capacity 
Width 24 in. Height 21!/. in. Depth 12 in. 
For Fireplace Openings 22 to 34 Inches Wide 


No. 6424 
7 Double Radiant Capacity 
Width 2634. in. Height 21!/2 in. Depth 12 in. 
For Fireplace Openings 24 to 38 Inches Wide 








FIREPLACE -AND* ROOM TYPES 


No. 6440 


MODERN DESIGN 


Finished in Crystallized Black with 

Brass Trim Sheet Metal Bow; Cast 

Iron Brass Plated Andirons, Orna- 

ment and Guard; .Solid Brass 
Hearth Plate 


No. 6345 


5 Double Radiant Capacity 
Width 261!/. in. Height 21 in. 
Depth 9!/2 in. 

For Fireplace Openings 20 to 32 Inches Wide 


No. 6346 
6 Double Radiant Capacity 


Width 29 in. Height 21 in. 
Depth 9!/p in. 
For Fireplace Openings 24 to 36 Inches Wide 


No. 6347 
7 Double Radiant Capacity 


Width 3134 in. Height 21 in. 
Depth 9}/2 in. 
For Fireplace Openings 28 to 40 Inches Wide 








EARLY AMERICAN DESIGN 


Finished in Crystallized Black with 
Brass Trim Sheet Metal Bow with 
Cast Iron Ornament and Andirons 


No. 6440 


5 Double Radiant Capacity 
Width 2614 in. Height 21 in. 
Depth 9}/p in. 

For Fireplace Openings 20 to 32 Inches Wide 


No. 6442 
6 Double Radiant Capacity 


Width 29 in. Height 21 in. 
Depth 9!/) in. 
For Fireplace Openings 24 to 36 Inches Wide 


No. 6444 
7 Double Radiant Capacity 


Width 3134 in. Height 21 in. 
Depth 91/, in. 
For Fireplace Openings 28 to 40 Inches Wide 
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FIREPLACE AND ROOM TYPES 


APPLETON DESIGN 


Finished in Antique Brass 


No. 6275 


5 Double Radiant Capacity 
Sectional Clay Wall 


Width 1834 in. Height 20 in. 
Depth 91/2 in. 


I} | contd oi 


For Fireplace Openings 20 to 28 Inches Wide 





No. 6275 


A very sturdy design 


MODERN DESIGN 


Finished in Two-Tone Brass 


No. 6175 
9 Double Radiant Capacity 


Width 1914 in. Height 20 in. 
Depth 83, in. 


No. 6176 
6 Double Radiant Capacity 


Width 22 in. Height 20 in. 
Depth 83 in. 








FIREPLACE AND ROOM TYPES 
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A highly polished heater with an extra 
heavy backwall that blends in well with the 
finish and design. Has proven very popular 


BUNGALOW DESIGN 
Finished in Old English Brass 


No. 60H 
5 Double Radiant Capacity 


Width 23 in. Height 211 in. 
Depth 8 in. 


For Fireplace Openings 21 to 30 Inches Wide 


No. 62H 
6 Double Radiant Capacity 


Width 26 in. Height 21!% in. 
Depth 8 in. 


For Fireplace Openings 24 to 36 Inches Wide 





MODERN DESIGN 


Finished in Antique Brass 


No. 150H 
5 Double Radiant Capacity 


Width 30 in. Height 213 in. 
Depth 83 in. 


For Fireplace Openings 21 to 38 Inches Wide 
No. 152H 


6 Double Radiant Capacity 


Width 3234 in. Height 213, in. 
Depth 8% in. 


For Fireplace Openings 24 to 43 Inches Wide 
No. 154H 


7 Double Radiant Capacity 


Width 35!/, in. Height 213, in. 
Depth 83 in. 


For Fireplace Openings 27 to 48 Inches Wide 


No. 60H 





A conservative andiron design. Ivory 
and antique brown heavy backwall 
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FIREPLACE AND ROOM ‘TYPES 





ARCADIAN DESIGN 


Finished in Duo-Tone Brass 


No. 55H 
5 Double Radiant Capacity 


Width 19 in. Height 21% in. 
Depth 7 in. 


For Fireplace Openings 20 to 28 Inches Wide 


No. 56H 
6 Double Radiant Capacity 


Width 22:in. Height 2}% in. 
Depth 7 in. 


For Fireplace Openings 23 to 30 Inches Wide 
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A good design for narrow fireplaces 


DRAKE DESIGN 
Finished in Old English Brass 


No. 6320 
5 Double Radiant Capacity 


Width 26 in. Height 213, in. 
Depth 10 in. 


For Fireplace Openings 21 to 30 Inches Wide 


No. 6322 
6 Double Radiant Capacity 


Width 2834 in. Height 213, in. 
Depth 10 in. 


For Fireplace Openings 24 to 36 Inches Wide 


No. 6320 





A popular design that goes well with most fireplace settings 





ROOM TYPES 
AIR INSULATED FEATURES 
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No. 158H 


Finished in Smooth Black Baked 
Enamel with Black Porcelain Enamel 
Top, and Silver Trim 
No. 6185 
20,000 B.T.U. —5 Double Radiants 
Width 1734 in. Height 17!/ in. 
Depth 8 in. 

No. 6186 
24,000 B.T.U.— 6 Double Radiants 
Width 20!/2 in. Height 17! in. 
Depth 8 in. 

No. 6187 
28,000 B.T.U. — 7 Double Radiants 


Width 2314 in. Height 171!/ in. 
Depth 8 in. 








UNIVERSAL DESIGN 


Finished in Crystallized Brown shaded 

with Copper with Brown Porcelain 

Enameled Top Aluminum Reflector, 

Nickel Trim, or . . . Crystallized Black 

shaded with Silver with Black Porcelain 

Enameled Top, Aluminum Reflector, 
Nickel Trim 


No. 158H 
4 Double Radiant Capacity 


Width 1834 in. Height 191/ in. 
Depth 10 in. 





No. 6185 


Semi-circulating type with radiants 
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CIRCULATING TYPE RADIANT HEATERS 


No. U-6H 


3 Double Radiant Capacity 
Sectional Clay Backwall 


Floor Space 1634 x 12 in. 
Height 16!/) in. 


Top, Base and Hearth Plate 
Cast Iron, Antique Nickel 
Plated with Silvertone Steel 
Body or all Shaded Old 
English Brass 





No. U-8H 


4 Double Radiant Capacity 
Sectional Clay Backwall 


Floor Space 20!/p x 12 in. 
Height 161/2 in. 


Top, Base and Hearth Plate 
Cast Iron, Antique Nickel 
Plated with Silvertone Steel 
Body or all Shaded Old 
English Brass 





No. U-8H 
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No. U-10H 


5 Double Radiant Capacity 
Sectional Clay Backwall 


Floor Space 231/2 x 12 in. 
Height 16}/p in. 


Top, Base and Hearth Plate 
Cast Iron, Antique Nickel 
Plated with Silvertone Steel 
Body or all Shaded Old 
English Brass 


No. U-10H 





CIRCULATING TYPE RADIANT HEATERS 





No. U-12H 
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Sectional Clay Backwall 


Floor Space 261/, x 12 in. 
Height 16}/2 in. 


Top, Base and Hearth Plate 
Cast Iron, Antique Nickel 
Plated with Silvertone Steel 
Body or all Shaded Old 
English Brass 
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No. U-12H 


No. U-14H 


7 Double Radiant Capacity 
Sectional Clay Backwall 


Floor Space 29 x 12 in. 
Height 161/2 in. 


Top, Base and Hearth Plate 
Cast Iron, Antique Nickel 
Plated with Silvertone Steel 
Body or all Shaded Old 
English Brass 





No. U-14H 


Illustrating Old English Brass Finish 








GRATE INSERT TYPE 


Finished in Shadowed Brass 


No. G-50 
5 Double Radiant Capacity 


For Openings from 18 to 25 
Inches Wide by 25!/, to 31 Inches 
High — 4 Inches Deep .or more 
Overall Measurement: 
Width 25!/, in. 
Height 311, in. 





No. G-54 
7 Double Radiant Capacity 
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For Openings from 2414 to 30 
Inches Wide by 251!/, to 31 Inches 
High — 4 Inches Deep or more 
Overall Measurement: 
Width 31)}/, in. 
Height 31! in. 





No. G-64 
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No. G-50 


GRATE INSERT TYPE 


Finished in Brown Tone Brass 


No. G-62 
6 Double Radiant Capacity 


For Openings-from 21 to 27 
Inches Wide by 24 to 31 Inches 
High —5 Inches Deep or more 


Overall Measurement: 
Width 273/, in. 
Height 321, in. 


No. G-64 
7 Double Radiant Capacity 


For Openings from 23 to 31 
Inches Wide by 24 to 31 Inches 
High —5 Inches Deep or more 


Overall Measurement: 
Width 32 in. 
Height 313 in. 
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GRATE INSERT TYPE 


Finished in Duo-Tone Brass 


No. G-40 


5 Double Radiant Capacity 


For Openings from 21 to 29 
Inches Wide by 27 to 31 Inches 
High—634, Inches Deep or more 


Overall Measurement: 
Width 25!/ in. 
Height 311!/ in. 


No. G-44 
7 Double Radiant. Capacity 


For Openings from 27 to 30 
Inches Wide by 27 to 31 Inches 
High—7!/, Inches Deep or more 
Overall Measurement: 
Width 303, in. 
Height 3114 in. 





No. G-40 


GRATE INSERT TYPE 


‘Finished in Duo-Tone Brass 


No. G-47 
7 Double Radiant Capacity 


Width 40 in. 

Height 34 in. 

Depth 7}/ in. 
or more 


For Openings 27 Inches to 39 
Inches Wide by 27 Inches to 
331/, Inches High 


eee? 8 68 
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Finished in Black and Silver 


or Black and Brass 


No. G-82 
6 Double Radiant Capacity 
Width 2814 in. Height 31! in. 
Depth 4 in. 


For Openings 2114 Inches 
to 27 inches Wide by 25}/p 
Inches to 31 Inches High 


No. G-84 


7 Double Radiant Capacity 


Width 31!/2 in. Height 311% in. 
Depth 4 in. 
For Openings 2414 Inches 


to 30 Inches Wide by 25}/, 
Inches to 31 Inches High 


}]| made or 





No. G-84 


l HOB GRATE 


Finished in Old English Brass 
6 Double Radiant Capacity 
Width 31!/. in. Height 31}/2 in. 
Depth 81/) in. 

For Openings of 24 by 24 Inches, 


Minimum Size, to 30 by 30 
Inches, Maximum Size 





Hob Grate 


16 


BATH ROOM HEATERS ey) 
AIR INSULATED TYPE oS 


WALL INSERT TYPE 


Finished in White or Colored* 
Porcelain Enamel 

: | *Colors: Ivoire De Medici, Rose du Barry, Orchid of 
Ba aes aon al Vincennes, Clair de Lune Blue, Ming Green, Persian 

f | Brown, Royal Copenhagen Blue, Tang Red, Ionian 
} Black, Corallin, Orchid Pink, India Ivory, Citrus Yel- 
low, Pale Jade, Fern Green, Nile Green, Lucerne 
peat. Blue, Venetian Blue, Persian Red, Lavender, and 
Sun Tan Porcelain Enamel. 


No. 7612 —2 Double Radiants 


For Openings 13 Inches Wide by 18 to 19 Inches 
High — 37/, Inches Deep or more 
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| | DIMENSIONS 
Te be Front Rear Jacket 
3 ia a | | il | Led | ! ee Height A-19!/2 inches C-18 inches 
; ‘ = TT Tae Width B-15}/g inches E-13, inches 
enn od Depth D- 37/g inches 
: Hose nsrs No. 7613—3 Double Radiants 
: Hai. For Openings 13 Inches Wide by 18 to 19 Inches 
High — 37/g Inches Deep or more 
; DIMENSIONS 
Front Rear Jacket 
Height A-19!/, inches C-18 inches 
No. 7612 Width B-15!/g inches E-13 inches 


Depth 


Diagram of Dimensions 


D- 37/g inches 


PEERLESS WALL HEAT- 
ERS are easily installed in 
new or existing buildings 
without elaborate or 
costly preparation. They 
require no floor space 
and provide the utmost in 
comfort and beauty for 


WALL INSERT TYPE 
(Large Sizes) 


Finished in White or Mahogany Porcelain 


Enamel 


No. 7614—4 Double Radiants 


For Openings 191/2 Inches Wide by 18 to 19 Inches 


High, 37/g Inches Deep or more 
DIMENSIONS 
Front 
Height A-191/2 inches 
Width B-213/ inches E-191/, inches 
Depth D- 37/g inches 


No. 7615——5 Double Radiants 


Rear Jacket 


C-18 inches 


For Openings 191/, Inches Wide by 18 to 19 Inches 


High, 37/g Inches Deep or more 
DIMENSIONS 
Front 
Height A-19!/2 inches 
Width B-2134 inches 
Depth 


Rear Jacket 
C-18 inches 
E-191/, inches 
D- 37/g inches 











SIDE REAR 


the room. They are eco- 
nomical in operation be- 
cause the one-piece cast- 
iron burner with needle- 
valve adjustment permits 
just the proper mixture for 
total combustion. 
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Cast Iron Burners with Drilled Ports 
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Ivoire De Medici, Rose du Barry, 
Vincennes, Clair de Lune Blue, 
Ming Green, Persian Brown, Royal Copen- 
Tang Red, Ionian Black, and 
Corallin Porcelain Enamel. 


3 Double Radiants 


For Openings 1414 Inches Wide by 20 to 21 
Inches High — 334 Inches Deep or' more 


OVERALL DIMENSIONS 


Front Rear Jacket 


Height 21!/2 inches 20 inches 
1634 inches 141/. inches 


Finished in White Porcelain Enamel 


BATH ROOM HEATERS 


WALL INSERT TYPE 


Finished in White or Colored 
Porcelain Enamel 





No. 603H 


33/44 inches 


This heater provides almost instant 
warmth because of its unusually large 
one-piece burner with an input rating 
of 16,000 B. T. U. 


The Burner is cast in one piece; how- 
ever, the ports which are raised to pro- 
vide the proper amount of secondary 
air are not merely cored holes, but are 
accurately and uniformly drilled. The 
Valve is sturdily constructed and can 
be adjusted by hand to provide the 
proper mixture of air. 


FLOOR TYPE 


For Small Rooms 


No. 703H 
3 Double Radiant Capacity 


Width 12 in. Height 18}/) in. 
Depth 7 in. 





TTF ery 
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No. 
ar ee Nas IE19 


Height 15 inches 

Width at Floor 13!/2 inches 

WidthatTop 12!/, inches 

Depth at Floor 5! inches 

DepthatTop 4! inches 

Finished in White Porce- 
lain Enamel 





No. 703H 


PEERLESS GAS CIRCULATORS 


M ANY changes and additions have been made 
in our Gas ‘Circulator Line illustrated on the 
succeeding pages. 


We now offer: 


1. Open top circulating types, both vented and 
unvented. 


2. De Luxe models,,a complete new line, with 
closed top and front circulation, all vented. 


3. All models either with or without radiants. 
All models have durable crystallized finishes. 


All finishes will resist fully the high inner tem- 
peratures. 


All models are of heavy sheet steel construction, 
die-formed and reinforced for rigidity. 


Open top models have cast iron grilles and legs. 


Burners are one-piece cast iron with drilled ports. 


Finished in Crystallized Black with Nickel Trim 


or Crystallized: Brown with Brass Trim 


No. 7702 
Unvented Circulator 20,000 B.T.U. 


Height 24 in. Width 22 in. 
Depth 11 in. 


No. 7703 
Unvented Circulator 28,000 B.T.U. : 


Height 24 in. Width 27}/2 in. 
Depth 11 in. 





Burners are for both manufactured and natural 
gas. (Specify which when ordering.) A change 
from one gas to the other necessitates change of 
spud and adjustment of air shutter only. 


The front circulation, in De Luxe models only 
permits placing circulators near walls, reduces 
discoloration of walls and ceiling and spfeads 
heat over lower area. This raises’ the floor tem- 
perature. 


The De Luxe models are designed and con- 
structed .to the proper size, without skimping, to 
permit and assure the greatest amount of circu- 
lated warm (not hot) air without the use of fans. 
The efficiency is of the highest—far above A.G.A. 
requirements. 


Correct Size of Circulator 


It is always best to figure the heat loss in B.T.U.'s, 
but a safe rule easily applied is to allow 1000 
B.T.U.'’s for each 1000 cu. ft. of space increased 
10 degrees. 





No. 7702 
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Finished in Crystallized Black with Nickel Trim 


Brrr ~ PR E - 

No. 7704 ll 6 TAT 

Unvented Circulator 20,000 B.T.U. - 
5 Double Radiants 


Height 21!/2 in. Width 22 in. 
Depth 11 in. 


No. 7705 


Unvented Circulator 28,000 B.T.U. 
7 Double Radiants 


Height 21!/2 in. Width 271}/) in. 
Depth 11 in. 


}}| Moti sm 





No. 7704 


Finished in Crystallized Black with Nickel Trim 


No. 7706 


Fully Vented Circulator 20,000 B.T.U. 
5 Double Radiants 


Height 21!1/, in. Width 22 in. 
Depth 16 in. (including Draft Diverter) 


No. 7714 


Fully Vented Circulator 28,000 B.T.U. 
5 Double Radiants 


Height 21!/2 in. Width 27}/ in. 
Depth 16 in. (including Draft Diverter) 





No. 7706 


PEERLESS ““DELUXE’’ GAS CIRCULATORS 
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No. 7723 


Fully Vented — with Radiants 
Finished in Dark Crystallized Brown with Shaded Brass Trim 


No. 7722 
30,000 B.T.U. 


Height 32!/, in. Width 30!/, in. 
Depth 12 in. 


No. 7723 No. 7724 
45,000 B.T.U. 60,000 B.T.U. 


Height 36 in. Width 30! in. Height 36 in. Width 36 in. 
Depth 18 in. Depth 18 in. 


Standard equipment, all sizes, includes Pilot Light 


Thermostatic control extra 


PEERLESS “DELUXE” GAS CIRCULATORS 
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No. 7733 





Fully Vented 
Finished in Dark Crystallized Brown with Shaded Brass Trim 


No. 7732 
30,000 B.T.U. 


Height 3214 in. Width 30! in. 
Depth 12 in. 


No. 7733 No. 7734 
45,000 B.T.U. 60,000 B.T.U. 


Height 36 in. Width 301, in. Height 36 in. Width 36 in. 
Depth 18 in. Depth 18 in. 


Standard equipment, all sizes, includes Pilot Light 


Thermostatic control extra 


PEERLESS-BELLAMY 
RADIANT GAS BURNERS 


FOR CONVERSION 





U. S. Patent No. 1,950,470 


WRITE FOR BULLETIN GB 1-B 
PEERLESS MANUFACTURING 
CORPORATION 


Incorporated 
LOUISVILLE, KENTUCKY 
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This list is typical for all Peerless Heaters. There are slight variations in parts used for all 
models. By using the names and numbers of parts given here and specifying the heater 
number shown on the right side of each heater, we can supply correct parts. Also specify 


finish. 


| NO I re I ell cee cee ceed eel eee ee 
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Front Bow 

Andiron 

Backwall or Tile 

Steel Body Back 

Top 

Side 

Corner Ornament 

Burner 

Air Shutter 

Valve 

Valve Handle (and stem) 
Tile Rest 

Burner Dust Plate 

Double Radiant or Element 
Steel Leg Frame or Base 
Side Tile Holder 

Hearth Plate 

Vent Collar 

Vent Cap 

Dress Guard 


NOTE — Right and left parts determined as you face the heater 


PARTS LIST OF PEERLESS HEATERS 








DICKINSON BROS 
GRAND RAPIDS, MICH 





PEERLESS MANUFACTURING CORPORATION 


Incorporated 


LOUISVILLE, KENTUCKY 


